

The upper drawing shows three windows treated as one unit by means of
a valance ruffle and drapery placed only on the ends.

The middle drawing shows the use of drapery on the entire wall except for
the net curtains hanging over the windows. The shaped wooden cornice
may be a matching or a contrasting color. This treatment is a pleasing
change from the usual method of curtaining.

The lower drawing shows how two windows that are different in size and
shape can be made to appear alike by the use of a Venetian blind and
drapery hung over the entire wall. A wooden cornice effectively conceals
the mechanics of hanging.
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